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INFO OCT-01 ISO-OO /001 W 
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PR021140Z APR 75 

FM AMEMBASSY LONDON 

TO VET ADMIN BENEFITS WASHDC PRIORITY 

INFO SECSTATE WASHDC 9788 

UNCLAS LONDON 04926 

E.O. 11652:N/A 

TAGS: CFED (ELIAS, WENDELL J. C-27 520 478) 

SUBJECT: MEDICAL EXAMINATION 

REF: VAH 1 1300Z 

EXAMINATION REPORTS CONDUCTED 48TH TAC HOSPITAL, USAF 
LAKENHEATH, SUFFOLK, ENGLAND, IN THE CASE OF WENDELL J. 
ELIAS, C 27 520 478, FORWARDED TO VETERANS ADMINISTRA- 
TION HOSPITAL, WASHINGTON, D.C. FEBRUARY 24, L975. 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LONDON04926 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 13-0951 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750490/aaaaddvq.tel 

Line Count: 37 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 VAH 11300Z 
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Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Review Transfer Date: 
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